CORONADO HOTEL 

CLEARWATER BEACH, FLORIDA 
Overlooks both 

Clearwater Bay and the Gulf of Mexico. 

50 Rooms - Steam Heat - 50 Baths 
MRS. E. G. DAWSON, Mgr. 
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CORONADO HOTEL 


Clearwater Beach, Fla. 













